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VINCALEN, V. 


Use of ceramic materials in nuclear engineering. p- 136. (Nova Technika, 


Vol. 2, Now 5, May 1957; Praha, Czechoslovakia 
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Plastic function surgery of the middle ear with acoustic probe, Cesk. 
otolar., 7 10.52310-315 Oct 58. 


1, Otolaryngologzicke oddeleni KUHZ-Ceske Budejovice, primar Dr. H. 
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Experiences with plastic functional surgery of the middle ear, Cesk. 
otolar. 7 no.52315~330 Oct 58. 


1. Otolaryngologicke oddeleni KUHZ v Ceskych Budejovicich, primer 
Dr. H. Venclik. 
(EAR, MIDDIS, surg. 
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EACEMPTA as Sec. 11 Vol,10/7 Oto-Rnino-Laryngo Jwl5?7 
VENCLIK FP. 


1378. VENCLIK H, STAR® J. and FREIMANN K. Otolaryngol. Odd. KGNZ, 
““xamiomnice C, Budéjovice, *Akutnf{ stFedouSnf zanbty u dét{ a kojencdé v dubt 
antibiotik. Acute otitis media in children and infants in the 
antibiotic era BRATISLAVSKE LEKARS. LISTY 1956, 36(I1)/6 (352-361) 
Tables 4 
Report of bacteriological findings with data on the sensitivity to antibiotics, in 601 
children and infants with 782 acute inflammations of the middle ear, observed 
during the years 1951-1955, An increasing number of penicillin-resistant M. pyogen- 
es was established (55% to 73% in 1955). The number of insensitive beta-strepto- 
cocct shows a relatively slower increase (from 13.5% to 47% in 1955), The prolong- 
ation of the average duration of treatment, and the increase in the number of com- 
plications, operations and recurrences are discussed, and it is established that 
they increase proportional to the increase of the resistant bacterial strains. 
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eX CoaPTA «Bly Cn Sec.li Vol.10/11 Oto-Rnino-Largmygo Novo? :. 
VEMELIK H. i 
2116, VENCLIK H, *Thierschova plastika u tympano-mustoidektomif, Thiersch 
grafts In tympano-mastoidectomy ESL. OTOLARYNG, 1957, 6/1 
(41-45) 
A description is given of a method of plastic operation using Thiersch grafts in 
tympanomastoidectomy, and the corresponding literature is reviewed, On the 
basis of the author's own material (46 cases), emphasis is laid on the value of 
Thiersch grafts for rapid healing of the trephining cavity, closure of the cus- 
tachian tube, maintenance and improvement of hearing, painless post-operative 
care and a substantial reduction in the duration of hospitalization. 
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VROLA, Leopold, MUD. 


Future of unified hospitals in Czechoslovakia in the light of 
the example of the Soviet Union. Cesk. sdravot. 4 no.12:€85- 
689 Dac 56. 


1, Reditel okresniho ustavu narodneho sdravi ve Svitavach. 
(BOSPITALS, 
unification in Czech. (Cz)) 
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A AORN et LTO AA AEA MA ELIE 
Regional systen of organization of blood donors. 
Praha 35 no.18:420-421 20 Sept 55. 


Prakt. lex., 


(BLOOD BANKS, 
donors, regionalor organiz. in Czech.) 


ay a ee 
arena Rice mares Re econ reese ee 
leat Os INSHEE Dana 


APPROVED FOR RELEASE: 09/01/2001 CIA-RDP86-00513R001859320018-4" 


"APPROVED FOR RELEASE: 09/01/2001 CIA-RDP86-00513R001859320018-4 


ERTS ee RET 


SRE ae! 


as 


|. 


ie ous 


PET UES ETE EIR: ELS PESTS gree 


APPROVED FOR RELEASE: 09/01/2001 CIA-RDP86-00513R001859320018-4" 


Highland FOR RETEASE: sha ase lease ee RDESS- 00513R001859320018-4 


SSE 3 ie REESE 


+2533 SSS PETES ST EASES AR AT Qo woteimentarene ere ee 


VENA, A. 


VENA, A. He defied the Carpathians, Pp. 7, Vol. 1, no. 12, Dec. 1955. 


AQUEILE raTilel. Fueuresti, sioence. 


SOURCE: East European gccessions List (EEAL) Library of Congress 
Vol. 5, no. 6, June 1956 
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Bone changes in hemophilia. Cesk. roentg. 11 no.22120-126 June 57. 


1, Detska klinika, Bratislava, prednosta doc. Dr, I, Jakubcova. 
(HEMOPHILIA, pathol. 
bone changes, x-ray (Cs)) 
(BONE AND BOXES, pathol. 
in hemophilia, x-ray (Cs)) 
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SHASHIN, WoN.; TYURIN, V1.3 VENBRIN, V.D.5 MAREYEV, D.1.5 VILEUSHAYA, 
Lede} BORODIN, ByVez DCN-YAKHIO, I.A.; SOOKALUIKO, SH. ABRANOVA, 
Z.A0; KLIMOV, M.D.; VASIL'YEV, IA. LKIYANOV, 36K. 


Introducing automatic control in coremaking. Lit. proizv. no.6: 15-19 
Jo '62. (HIRA 15:6) ' 


1. Nauchno-issledovatel'skly institut santokhniki Akadomii 
stroitel'stva i erkhitektury SSSR (for luk'yanov). 
(Coremaking) (Automatic control) 
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. importance and role in the Five-Year Plan. 


Fast European Accessions List, 
Vol. 2 nos. 1 & 2, Jan-Feb., 
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Potootdelenie v gorno-klimaticheskikh usloviiakh,. 


La transpiraticn dans les donditicns 
du climat des rontagnes Tashken 


t, Izd-vo Sredneaziatskcgo gos. univ., 1934. 15 pf. 


Trudy Sredneaziatskogo gosudarstvennogo universiteta. Seriia XIII. Varia. vyp. 1) 
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VANCHIKOV, A.I., professor; ZHIHMUNSKAYA, Ye.A., redaktor; BOHBROVA, Ye.¥., 
~---~ telhnteteskiy redaktor. 


| [Bio-electric potential of the stomach] Bioelektricheskie potenteialy 
| sheludka, Moskva, Gos. izd-vo med. lit-ry, 1954. 117 p. = (MLRA 7:8) 
hos (Blectrophysiology) (Stomach) 
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Title + Thermoelectric calorimeter 


Periodical : Fiziol. zhur. 2, 292-293, Mar-Apr 1955 


Abstract; Describes a thermoelectric calorimeter built on the principle of the 
differential thermobattery which ig used to compare the amount. of 
heat given off into the Surrounding medium (wa~er) by two fish of the 
Same type, weight, and sex. Diagran. 


Institution: Chair of Physiology of the Turkoman State Medical Institute 
Submitted : December 18, 1953 
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the trace elements and their role under normal and ae TET 13312) 
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On physiologically active trace elements and on the mechanism of 


| e it. 19 NOe 613-11 H-D 160. 
the manifestation of their effect. Vop. Pp Gah nes 


1. In kafedry normal'noy fiziologit (zav. - prof. Aol. Venchikov) 
Turkmenskogo meditsinskogo instituta, Ashkhabad. 
(TRACE ELEMENTS~—=PHYSIOLOGICAL EFFECT) 
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cycline on the course of the disease is stressed, (XX, 7, 8, 9) : 
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AUTHOR: Vanyukov, M. P. (Doctor of sciences); Venchikov, V. A.; Isayenko, V. I.; 

'Serebryakov, V. A... Oe sacle oe 
lag . 

-ORG: none 


. TITLE: A 6-Gw neodymium glass laser 
. SOURCE: Optiko-mekhanicheskaya promyshlenrost', no. 12, 1966, 65 


{ 
1 TOPIC TAGS: solid state laser, neodymium, glass laancy giant pulse laser, Q switching, 
, passive switching, polyusshine dye Hae ey 


' 

' asstract; 4A 6-Gw neodymium glass laser with a simple phototropic Q-switch is des- 

| cribed. The laser consists of three cylindrical rods in series, each 

250 mm long and 45 mm in diameter. Each rod is placed in a muitielliptic: 

i reflector and is pumped by six direct flashlamps. The external cavity 

i consists of one 99.6%-reflective dielectric mirror and a Q-switch placed 

' between the first and second rods. The Q-switch consists of a celi made 
of two plane-parallel (error less than 1 min of arc) glass plates joined 

| optically through a l-cm-thick glass ring. The cell is filled with a 

polymethine-dye solution to a concentration at which the solution is 99% 
reflective at 1.06 y. At maximum pumping energies, single 100—1206-j, 
20-nanosec pulses were obtained. By increasing the pumping energy or by 


Card v2 621.378.324:621.376 
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diluting the absorber solution, two or more pulses could be generated. 

‘In tha case of two-pulse operation (50—80 nanosec repetition frequency), 

- the total output was 200 4. The use of a,phototropic liquid awitch and 
large-diameter ndodymium glass rods resulted in energy. and power densities | 
of 6 j/cm?and 0.30.4 Gu/cm?, respectively. | 
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AUTHOR: Vanyukov, M. P.; Venchikov, V. A.; Zhulay, V. Ya.; Isayenko, V. I.; ob 
Lyubimov, V. V. 7 F arcmeemrsitlantanamars Le ES i 


ORG: none 

TITLE: Two-channel single-pulse laser with an energy of 180 joules 
SOURCE: Optiko mekhanicheskaya promyshlennost', no. 6, 1966, 46 
TOPIC TAGS: svlid state laser, laser emission, neodymium glass 


ABSTRACT: An investigation was made of a laser in whi¢h high emission energy of the 
light pulse was obtained by the use of neod fum glassVrods. Cylindrical specimens 
of glass (45 mm in diameter and 250 mm lene} activated with neodymium were connected 
in series-parallel. Each specimen was optically pumped by six direct pulse lamps 
placed in a multielliptical illuminator. The laser consisted of two identical 
channels, each containing three rods assembled on one axis. Q-modulation was done 
by two prisms fixed on a common shaft rotating at 18,000 rpm. The light diameter 

of the prism (30 mm) was coordinated with the light diameter of the operating rod by 
means of a -Galileian tube. The experiments showed that for effective pumping of an 
operating body 45 mm in diameter the content of Nd,04 should not exceed 4%. In this 
way it is possible to obtain an amplification coefficient of one rod equal to 3 and 
provide a yield energy of z5—30 joules from one specimen. Connecting the rods 
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in series reduces the amplification of optical pumping, owing to the appearance of | 
free generation of the whole channel. This difficulty can be eliminated by introduc- | 
ing, between the rods, optical decoupling filters made of uranyl glass. The filters, : 

_together with the operating rods, are placed in the laser illuminators and are 

" pumped simultaneously with the rod. The optical density of the filter is selected in 
suth a way that at maximum pumping no free generation appears in the laser channel; 
when the filters are illuminated at the moment when maximum Q for the resonator is 
reached, one light pulse is peneraced: By introducing optical decoupling, emission 
with an energy of 90 joules at 107’ sec duration was obtained from one channel of the 
laser. The angular distributfon of generated radiation improves as the optical . 
pumping increases. Synchronous inclusion of two laser channels was obtained by 
appropriate adjustment of the laser elements. The time spread of the pulses emitted 
by both channels did not exceed 1078 sec. With the simultaneous inclusion of two 
channels, a light pulse with an energy of 180 joules afonreceotcrs to an emission 
intensity of 1.5 to 2 hw) was generated. . {JA] 
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‘ AUTHOR: Venchkovskiy, L. B.; Kashirin, V. A. 

‘ SRT REIS mem, Were atte! 


,ORG: none 
“TITLE: Receiving address information by elements 


" SOURCE: Vsesoyuznaya nauchnaya sessiya, posvyashchennaya Dnyu radio. 22d, 1966. 
‘Sektsiya telemekhaniki. Doklady. Moscow, 1966, 46-52 : 


| core TAGS: remote control, automatic control theory, command and control system, 
lerror correction, information processing, signal element 

i 

"ABSTRACT: A theoretical study is made of the problem of improving the error-correct~ 
jing feature of address information transmission in remote control systems by using 
-apriori information on the address of remotely controlled objects. It is shown that 
;vather simple means can be employed to reduce the probability of false command while 
‘at the same time increasing the probability of its suppression and/or protective fail-' 
jure. A remote control system is usually alligned for receiving a complete set of code’ 
icombinations, In this case the threshold voltage U, is chosen in such a manner as to 
‘wave the probability of formation of an elementary pulse from false signals Py¢ equal 
'to the probability of protective failure or suppression of command Pig: In the case 
iof a symmetric channel, U, = 0.5 U_, where U, is the signal pulse amplitude. A.con= 
,Sideration of different requirements imposed on P¢ and P, will make it possible 
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j match the characteristics of such a remote control system to those of the MRTU-25 
eyREER: Orig. art. has: 16 formulas, 1 table, and 3 figures. 


| SUB CODE: o9/ SUBM DATE: 24Mar66/ ORIG REF: OO1 


APPROVED FOR RELEASE: 09/01/2001 CIA-RDP86-00513R001859320018-4" 


"APPROVED FOR RELEASE: 09/01/2001 CIA-RDP86-00513R001859320018-4 


ares SEE PEE aed Aes a cae Se EEE al CE AR ACE io AE RS Sed 2 


Pe GSP a She SE OPE es RS SER ER REE RIES TNE. aa SEP 


VENCHKGVSKIY, L.B. (Moskva) 
UT pO PERt of pulse noises on a threshold-type remote control 


B+ siver.” > i-tel 6 26°10632525-531--Me-'656 2 
i receiver. Avtom. i em ( 1836) ; 


APPROVED FOR RELEASE: 09/01/2001 CIA-RDP86-00513R001859320018-4" 


"APPROVED FOR RELEASE: 09/01/2001 CIA-RDP86-00513R001859320 


PE TIeS Bl we Ea ee 


EE Se oO Pe 


018-4 


Tee ae er ee fe 
= =s 2 . eo - oe ce 


EAGT EE REE 


EE ATED) 


if 
halt 
af 


z 


SEs 


EME EOS SR GE eh TOL PEAT EFPIA OR 9 LET RELA PEA Mae PSOE ROS RE 


ee PhS PRUE tee Ee Aha TREE SOS REP AAC ARO Pe TTS Be 


APPROVED FOR RELEASE: 09/01/2001 CIA-RDP86-00513R001859320018-4" 


APPROVED FOR RELEASE: 09/01/2001 CIA-RDP86-00513R001859320018-4 


Saggy nnere enn since NEE EE A PTSTTRNENCT ENA ANNE TUES ANAT On HPO GLY SS RSG RR ESSERE 


: 1.900466 EWT(1)/EWA(h) TG 2) 
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ORG: none Tes 
TITLE: Reserving of cycle-by-cycle functioning devices ; 
‘ SOURCE: Avtomatika 1 telemekhanika, v. 26, no. 11, 1965, 2026-2031 


’ TOPIC TAGS:_ system reliability, circuit reliability, reliability engineering, reliability 
_ theory, electronic circuit 


i 
| 
} 

‘ ABSTRACT: Many radicelectrenic devices, particularly telemechanical devices, are | 7 
characterized by a cycle-by-cycle mode of operation of their components and unita. These ev 
devices may be represented as a chain of components connected in series; at each instant fo 
there is a component in operation. In many cases these components or units are of one 
type. Thia papor performs a comparative analyeia of the reliability of cycle-by-cycle f 
functioning devices under different means of redundancy, from the viewpoint of the mean i 
time of the efficient operation of the system. The reliability ts evaluated only with { 
respect to emergency failure of components. The following conclusions are reached: i 
1) The cycle-by-cycle character of operation opens up additional opportunities of 
Card 1/2 UDC; 621.396,6.019,35 i 
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' designing reliable systems at relatively low redundancy; 2) Witha linear dependence of the 
component lifetime on the value of relative redundancy, the increase in the mean lifetime - 

. of the system compared to the lifetime of the component in a nominal mode of operation is es 
proportional to the number of the standby blocks; and 3) With an increase in the degree of a |: 
complexity of the system, i.e., an increase in the cycle-by-cycle number, the reliability 
of the system increases with the relative redundancy. Author considers it his duty to thank 
Vv. V. Naumchenko for valuable remarks made in the discussion of the work. Orig. 

_ art. has: 2 figures and 37 formulas. 
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BONDAREVA, N.V.3 VENCHIKOVA, N.K, 
Results of dispensary observation of convalescents following a 
infectious hepatitis, Zdrav. Belor. 6 no. 5:23-26 My '60, i 
(MIRA 13:10) 


1. Iz kafedry infektsionnykh bolezney (4spolnyayushchiy obya- 

zannosti zaveduyushchego - dotsent N.V. Bondareva) Balorusskogo 

instituta usoversherstvovaniya vrachey 4 Minskoy Snfektsionnoy 

bol'nitsy (glavnyy vrach Z.G. sition}, t 
(HEPATITIS, INFECTIOUS 
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AUTHOR: Venchkovekiy, L.B. (Moscow) 
ra rae 
TITLE: Distribution of duration of effects due to pulse 


disturbances, at the output of a remote control device 


PERIODICAL: Fae CP RaRe i telemekhanika, v. 22, no. 6, 1961, 
795 ~ 800 


j 
| 
! 
| 
TEXT: Investigations of disturbances of industrial origin lead to | 
the conclusion, that many of these, in the band of the order of | ; 
several kilocycles, are of the pulse type with the logarithmic- ii 
‘normal law of amplitude distribution. The author investigates the } 
device consisting of an input broad-band filter 1, a linear non- 
inertial amplitude detector 2, a low frequency filter 3 and a 
threshold device 4, the input filter having a frequency character-~ 
istic such that, if a short disturbance pulse appears at ite input | 
a single pulse appears at its output; the form of the latter ia | 
completely determined by the frequency characteristic of the filten 
| 
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The logarithmic normal distribution of the amplitudes is supposed 
: to be determined at the output of the filter 1 and to have the 


form . 2 
p(in x) = 7 exp [ Wee) (Ocx<m), (1) 


2nd 


fe a andln ¢ being the respective mean and mean~sitare values of 
he normal distribution {n x. Formulae for pulse duration are de- 
duced in the cases of low frequency filters in the form of a RC 
chain and those of Gauss type. Graphs of the distribution for dif- 
ferent parameters are given. The two types of filters are compared. 
There are 4 figures and 4 references: 3 Soviet-bloe and 1 non- 
Soviet-bloc. The Meference to the English-language publication 
reads as follows: D. Middleton, An introduction to statistical 
communication theory. McGraw-Hill Book Co., 1960. 


SUBMITTED: December 9, 1960 
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fi, 8000 (631, N21, 1132) D206/D30 
AUTHOR: Venchkovekiy, LL.B. (Mosco@) 
_ Tench ovens Tso 
TITLE: fhe effect of impulse noise on remote control 


installations 


PERIODICAL: Avtomatika i telemexhanika, v. 22, no. 9, 1961, 
1202 = 1209 


TEXT: In the presen: article, the author analyzes the effect of 

pulse noise on two types of linear systems: a narrow band filter, 

at the output of which the interference retains its pulse charac- ; 
tar. In the first case it is enough to determine the interference ee 
powers in the second it is necessary to determine the parameters 

cf itg amplitude distribution. The effect is also analyzed of 

noise on a non-linear lagless circuit of type filter-limiter-fil- 

ter. Linear circuit case. The interference in the channel is assu- 

med to be in th? shape of random short pulses of arbitrary, but of 

Same ahape and ‘aving a random amplitude Une It is assumed that 
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the distribution function of pulse amplitudes follows a normal lo- 
garithmic law of distribution and that the spectrum density of the 
pulse of unit amplitude is G(w). The interference in the chanael 
{Ss assumed measured by a selective network having a frequency res- 
ponse ¢, and such a pase-band that the superimposition of pulses 
at the ‘output could be neglected. Then the amplitude of interfer- 
ence at the output of measuring metwork is related to that within 
the channel by 


u 8.9) 
x Bow) £,(u) aw. (20) 
=00 


If within a pass—band of selective network the spectrum density 
G(w) is constant and equal to G(w,) (where w, is the tuning fre- 


quency of the measuring device) then 
xK= G(w,) Of, a, ; (21) 
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It follows that the interference amplitude at the output is pro- 
portional to the equivalent pass-—band of, expressed as 
re 
4f, = 35 \ f,(w) a we (22) 
If an input filter with z(w) frequency response and a k, transfer al 


b Sad 
function are connected to the channel the noise amplitude at its | 
output will be 


Up = ky 1' ks (23) 


6(w) 2(w) dw / 


G(w) f(w) dw 


where Yi= 
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The effect of impulse ... D206/D304 
with the energy spectrum of noise e its output ~- 
F(w) = W(w) z 2 (0), (28) 


in which W(w) - the energy spectrum of noise in the channel ‘ona 
z(w) is ita frequency response. From it the equation for interfer- 
ence power at the filter output is obtained as 


OF .¢ 
Pip = Foo AF (33) 
where Pum and Ps See are the noise power at the output of measur..ng 
device and its eienes bandwidth respectively and AP ~ the effec- 


tive energy bandwidth of the filter. It may be seen that to evalua- 

te ths transmission of putse interference through a linear circuit 

it is necessary to know the paraneters of amplitude distribution 

at thy output of selective measuring a@ircuits, together with its a 
equivalent and effective bandwitths. The non-linear circuitgcase: 
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The effect of pulse interference having a normal logarithmic ampli- 
tude distribution is considered when applied to a device consist- 
ing of a wide band filter with a pass band Af, and gain k,, con- 


nected in series with a lagless detector and a 5 level top-limi- 


ter connected again in series to a narrow band filter having a 
pass-band AF and gain of unity. It is assumed that the pass band 
f of input circuit is such that the overlapping of pulses after 
the detector may be neglected and that the output filter is so 
narrow so as to transform the pulses into fluctuations. It follows 
that the spectrum density of pulses after the detector remains con- 
atant within the pass-band of the output filter. The evaluation of 
the spectrum is rather difficult so that the author limita its ana- 
lysis to the case when the input filter has a frequency response 
which is that of a single circuit. Then the pulse noise after de- 
tection is represented by a train of exponential pulses with ran- 
dom amplitudes but same shape 

t 


u(t) = yer O*, (38) 
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where Ow ~ half the input filter bandwidth at -3db level. Then the 
zero frequency component of the energy spectrum after top limiting 
is derived. The noise power at the output of series connected 
narrow band filter having a response c(w) is then determined by 
© 
PL = Fo (0) & | c(w) aw = Po(0)AR,. (47) 
~00 
The author acknowledges the help of G.A. Shastov. There are 3 fi- 
gures and 4 Soviet-bloc references. 


SUBMITTED: January 23, 1961 
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ACCESSION NR: AP4033361 5/0103/64/025/003/0399/0404 
AUTHOR: Venchkovskiy, L. B. (Moscow) 

pcg cxaneinetinirt are eee amet . 
TITLE: Penetration of fluctuation noise into telemechanical systems containing a 
time selector 


& -: SOURCE: Avtomatika i telemekhanika, v. 25, no. 3, 1964, 399-404 


‘TOPIC TAGS: noise, fluctuation noise, telemechanics, telemechanical system, 
time selector . 


ABSTRACT: The effect of fluctuation noise on telemechanical systeras containing - 
_a time-duration selector (a low-pass filter plus a threshold device) is considered. 
It is shown that time sclector performance improves with a higher number of 

| filter-threshold sections. Formulas are developed for the probability distribution 
| density of noise peaks in a selector with a filter providing for a linear build-up of 
| the pulse front. General characteristics of noise that passed the detector are 
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| assumed. If an RC-circuit is used as a filter, the duration-distribution density 
j, curve becomes considerably distorted. In the case of an RC low-pass filter, an 
at i increase in the number of RC-sections results in the signals vanishing. A gain in’ 
| ‘the noise immunity of a telemechanical system due to the insertion of a time 
| [selector is evaluated. Orig. art. has: 6 figures and 14 formulas. 
an 
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Calibrating a special scale for the photographic analysis of random 
processes. Prib. i tekh. eksp. 6 no.l:140-142 Ja-F ‘€l. 
(MIRA 14:9) 
1. Institut avtomatiki i telemekhaniki AN SSSR. 
(Photogrammetry ) 
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AUTHOR: Venchkovekiy, L-B- (ioscow) 


TITLE: Construction of estimates of mean and dispersion 
according to uncorrelated sampled of random processes 


PERZODICAL: Avtomatika i telemeknanika, V- 23, no» 5, 1962, 
565 - 570 


TEX?; It is snown that discrete sampling of uncorrelated values of 
a stationary random process in the interval (0, T), permits conside- 
rably reducing the computational work involved in estimating the 

mean and dispersion. The n, values of the random process are chosen 


on the time axis (0, T) at ‘such a correlation interval To? so that 


tne neighboring values of the random process can be considered as 

uncorreiated. The accuracy of the estimates of the statistical pa- 
rameters can be determined (approximately ) by the formulas of the 

theory of errors. Thereby one obtains for the mean and the disper- 
sion 
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The correlation interval 7) is usually determined by the condition 
R(t.) <= 15 (the correlation coefficient R(t.) 4a commonly taken 48 


equal to 0.05). The accuracy of the estimates of the meen and of 
tne dispersion are compared for continuous and discrete uncorrela- 
tea methods of sampling (for 2 of the most typical kinds of corre- 
Lation coefficients). A normal random process at the output of a 
Low-frequency pc-filter is considered, as well as of a filter with 
Gaussian frequency-characteristic. The results obtained in the pre~ 
sent work lead to the following important practical conclusi ons 
with respect to the method of sampling: 1) The uncorrelated samp- 
ling of discrete values of a random process permits obtaining the 
same accuracy in determining the first two moments as discrete 
samplings with less conputational work involved. An increase in 
sampling time T leads to a fast increase in the accuracy of the obd- 
tained results. 2) To determine the accuracy of the mean and of the 
Gard 2/3 . 
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dispersion of a random process in the case of uncorrelated sampling, 
it is possible to use the simpler approximate formulas (5) and (6). 
3) To increase the accuracy of the results it is more convenient 
(with discrete sampling) to increase the time T instead of increas-~ 
ing the number of discrete values, as compared to the number of un- 
correlated points in the interval T. There are 2 figures and 4 So- 
viet-bloc references. 
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amplitude. The authors show that, as opposed to the earlier assump- 

tion, the best interference-killing properties are exhibited by 

cooled binary telemetering systems, the maximum interference-kili- 

ing properties are actually shown by frequency systems of teleme- 

terming, for a wide range of changes of parameters and interference S 
level. Such a performance could not be obtained with coded teleme- 
tering systems without considerable technical complications- As the 

most suitable method of noise analysis in telemetering systems, 4 

simple photographic nethod of determining the probability density 

of amplitude is suggested. It consists of taking photographs of the 
random process displayed on the screen of a CRO with gubsequent 

analysis of the film by means of a micro-photemeter. This metnod 

yas found to be guitable for analyzing fluctuating processes at 
frequencies from 1 Kc/s upwards, using standard after-giow tubes 


(nalf-glow time 4072 & 407? sec)o A discussion followed, in which 
the following took part: V-A. Tltin (USSR), R-R- Vasil'yev (USSR) 
and A.M. Pshenichnikov (USSR). There are 4 table and 14 references: 
9 Soviet-bloc and 4 non-Soviet—bloc. Te references to the English- 
language publiceations read as follows: §.0. Rice, Bell Syste Tech. 
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Jey VOl. 27, noe 1, 1948; -K.M. U 

c lov, RE Transacticn on Teienet 
and Remote Control, May, vol. d5 NOe 2, 1957; K.M. Uglov, IRE feeacs 
action on Telemetry and Remote Control, April, no. 1, 1957. 
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Distribution of the duration of pulse noise blips in the 

output of a remote control system, Avtom, i telem. 22 no.6: 

795-800 Je 'é1. (MIRA 14:7) 
(Remote control~-HNoise) 
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AUTHOR : Venchkovek3y» L. B. (Moscow) 


TITLE: Examination of Noises in a 0.4/6 kv Power rT a 


PERIODICAL: Avtomatika i telemekhanika, 1960, Vol. 21, No. 8, 
ppe 1181-1187 


TEXT: Several organiz ing with 0.4-35 kev power 
networks lately, and i telecommunica- 
¢iom und telemechanic ¢ Some results are given ee 
here tased on the examp kv power network of one of the 
Grosnyy oil fields. The construction of this network is typical of systens 
with distributed consumers. A study of noises in power networks consists 
g the noise ¢ ring frequency~ and ampli- 
f the noises. stance, the measure- 
f from 150 cycles 
number of ranges ¥ 
oncilloscoping the noi equency 
(up to 5-10 kilocycles f noises is de 
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harmonic components of voltage with an {ndustrial frequency of 50 cycles. 
Fig. 1 showa the discrete spectrum of noises in this region for the net- 
works with 6 kv and 360 v. An investigation of the oncillograms of indivi- 
dual harmonics showed that on an increasing number of harmonics, and a 
broadening of the transmission band of the selective measuring system, 

the sine form of the harmonic is distorted due to interference of the 
‘neighboring components (Pig. 1 v). In connection therewith, the noises 
turn to fluctuating on 8 rise of the frequency over 5 kilocycles and on 

a simultaneous proadening of the transmission band of the measuring unit. 
This spectral region extends from 5 to 30 kilocycles. However, from 15 
kilocycles on algo rare pulse noises already appear besides fluctuating 
noises, whose oversnoot amplitudes considerably exceed the level of the 
fluctuating noises. Starting with 30-35 kilocycles (assuming & sufficient- 
ly broad transmission band (about 10 kilocycles) ) up to some hundreds of 
kilocycles in the high and low-voltage network, the noises turn +o pulse 
noises (Fig- 3)- Dacilloscoping the noises made it possible to study also 
the character of the noises caused by aifferent sources. The main source 
of noises in the 380 Vv network is given by electric welding (Pig. 3a)> 

The character of the noises with welding remains the same as without 
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welding, anc only the noise level rises by the 20-30-fold. A high level 
of pulse noises in the 6 k¥- and 380 v network is brought about also by 


of noise level changes can be set up on the basis of the family of ampli- 
tude characteristics, whose parameter is the frequency (Pig, 4). A statig- 
tical interpretation of experimental data follows next. Approximate for- 


logarithmic-normal distribution law, for which Purpose only two numerical 
parameters need be known. Fig. 5 shows the amplitude characteristic of 
the pulse noises, while Fig. 6 shows the diagram of the pulse noise 
amplitude distribution. c. A, Shastova and y, A. Zakharov are thanked for 


their assistance. There are 
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termination of the estimates cf the values of mathezatical 

pibasslorents and dispersion by uncorrelated choice of a random 

process, Avtom, i telen, 23 10052565570 My '62. (MIRA 15:5) 
(Remote control) (Telecommnication) 
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Le 9400 D201/D306 
AUTHOR: Venchkovskiy, L.Bs—_ 
seer 
TITLE: A photographic method of analyzing random processes 
PERIODICAL: Referativnyy zhurnal. Avtomatika i radioelektronika, 


no. 3, 1961, 29, abstract 2 V236 (V sb. Avtomat. 
upravleniye, Me, AN SSSR, 1960, 279-286) 


TEXT: A method of analysis is described of one and two-dimensional 
laws of amplitude probability density distribution of a random pro- 
cess. The analyzed process is applied in the form of voltage to the 
deflectory plates of a GRT so that with one and two-dimensional 
scanning, thepictures of the one and two-dimensional distribution 
laws are respectively obtained. If these pictures are photographed 
at the CRT screen, 4 negative with varying optical density is ob- 
tained, the density corresponding to the amplitude probability den- 
sity distribution of the random process. Photometric and photo- 
graphic methods of analysis of distribution laws are considered. 
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which make this method suitable for studying noise in real comouni- 
cation channels. 4 references. f Abstracter's note: Complete tran- 
slation 
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TITLE: Impulse noise rejection in remote-control radio receivers 4 


SOURCE: Vscsoyuznyy nauchno-insledovatel'akiy i peayektno-konstrukterskiy institut 


kompicksno avtomatizatsil v neftyanoy i gazovey promyshlennoasti. Trudy, no. 1, 
a? 5. Avtomatizatsiya tekhnologicheskikh protseasov (Automation of tachnological 
processes), 208-217 


TOPIC TAGS: remote control system, Signal noise separation, radio receiver 


' 
|ABSTRACT: The noise rejection in transmission of an elementary remote-control 
lcommand, when the impulse noise obeys the lognormal law of impulse -height 
distribution, is theoretically evaluated; an inertial threshald device and a noise- 
impulse receiver-blackout device are considered as maeams for rejection. It is found 
that: (1) Evaluation of noise rejection im a radio remote-control syatem subjected to 
jimpulse noise requires the knowledge of a greater number of parameters than in the 
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case of fluctuation-type noise; the noise rejection materially depends on the 

of impulses per unit tame and on the impulue-height-diftribution dinpe ruion. uncer 
some conditions, 3 threshold signal-to-noise ratio comes into play which rainirnizes 
the signal-distortion probability; (2) Introduction cf an inertial threshold cevice, 
which corresponds to a pulse-duration selection, is verl efficient in reducing the 
probability of a false command; (3) Introduction of a device that causes recoiver 
Slackout during tl.e time when noise exceeds a specified level minimizes the false~ 
command probabi.ity at low signal-to-noise ratio, but is: rather inefficient at high 
signal-to-noise ratio. Orig. art. has: 4 figures and 29 formulas. oy 
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(Increasing labor productivity on state farms]Darbo nasuro ke- 

limas tarybiniuouse ukiuose. Vilnius, Valstybine politinos ir 

mokslines literaturos leidykla, 1961. 177 p. (MIRA 15:12) 
(Lithuania—-State farms—Management) 
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Technological documentation for making models of f4itt 
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1. Idberecke automobilove zavody, Iiborea, 
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VENCL, Stanislay___ 


"petrology of Scottish stone implements? by Ri. Gee 
Reviewed by Stanislav Vencl., Gas mineral € 


Ja '63. 
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VENCGLIK, Hes POTUZNIK, Ve 
anata Re tetiertene) 


Quantitative determination of the antibiotic sensitivity of 
bacterial flora in otitis. Cesk. otolaryng. 13 no.62318~322 
H* 6, | a 


} 
4 : 

1, Otolarfgologicke oddeleni Krajske nemocnice 8 poliklinikeu j . 
woe v Ceskychy Bude jovicich (prednosta MUir. HeVenclik, CSc) a 4 | 
“ee Mikroblolog:icke oddeloni Krajakej hygienicko-sepidamiolngiczes i 

stanicy Jinoceskeho kraje v Ceskych Budejovicich (vedoucl aor, , 


dr. Potuznik, CSce). 
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KOLCAVA, M.j VENCLIK, He 


: : 
Production of toxins of pyogenic staphylococci {solated in otitis 
Cesk. otolaryng. 12 no.1!26-30 F '63. 


nice s poiiklinikoul v 
aryngologicke oddeleni krajske nemoc : 
c eek ST reeisich; prednosta MUDr. H. Venclik — epee ee 
eaaleal krajske nemocnice 8 poliklinikou v Ceskych Pudejovicicn, p 
meee Pt APETLOCOCCAL INFECTIONS) | (ENDOTOXINS) (OTITIS) 
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VENCLIK,Hynek; POPUZNIK, Vladislav 
apie bin Sane 


Bacterial flora and its significance in the Saab aaeig oe course 
after tympanoplasty. Cesk, otolar, 9 no.3:138- e 160. 


Venclik; Mikrobiolog icke 
‘ 1. oddel. ,prednosta MUDr,. H. 
ais MUL. V1. Potusnik KUNZ,Ceske Bude jovice. 
*"(QPOSCLEROSIS surg. ) 
(OTITIS MEDIA surg. ) 
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VENCLIX,Rynek; POTUZNIK, Vladislav . 


Significance of testing of bacterial sensitivity of various 
sulfonamides in otitis. Cesk. otolar. 9 no, 1330-32 F ‘60. 


1, Otolaryngologicke odceleni nemoonice, KUNZ - Ceske Budejovice, 
prednosta MUDr. H. Vencliks Mikrobiologicke oddeleni nenocnice, 
KUNZ - Ceska Budejovice, prednosta MUDr. V¥, Potuznik, 

(OTITIS MBDIA etiol. ) 

(SULFONAMIDES pharmacol, ) 
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_ VENCLIK, Hes POTUZNIK,V.3 Opekar, Be 


mH, 


Microclimatic conditions, dust and bacterial err tamination of 
an ORL department. Cesk. otolaryng. 13 noe3tl 36-143 Jot64, 


1. Otol.aryngologicke oddeleni Krajske nemocnice s poliklinikou 
v Ceskych Budejovicich (vedouci: MUDr. H.Venclik, CSc.) a 
Mikrobiologicke oddeleni (vedoucit MUDr. V.Fotusnik, CSc.) 
chemicke cddeleni (vedoucit inz. M.Kalina) Kraj. hygienicko-epi- 
demiologicke stanice v Ceskych Budejovicich. 
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EXC*HPTA MELIGA 3ee 9 Vol 13/2 Surgery tet 59 


588, COMPLETE REMOVAL OF LYMPH NODES IN CANCER OF THE Lip - 
En bloc-Hesektion der Lymphknoten bei Lippenkrebs - Venclik H. and 
Ruoes R, Landesanst. fur Off. Gesundh. Wesen, Oto-Ralno-Larygo}. Abt.; 
Onkol. Abt., Ceské Budéjovice - NEOPLASMA 1957, 4/4 (392-397) 

. 182 cases of lip cancer, confirmed microscopically, were treated during the period 
1948-1955. In the years 1953-1955 complete removal of the suprahyoid lymph 
glands was performed in 35 out of 79 cases, (i.e. 44%) and in 2 of them the deep 
perijugular lymph glands were also removed, together with the jugular vein and the 
sternocleidomastoid muscle. The same Operation was also performed on 2 other 
cases of a few years’ standing, Among 37 operated ages metastatic tumour infil- 

- tration of lymph glands was found in 9, i.e. in over o«% of cases, Prophylactic 
removal of glands is not recommended: instead, frequent control examinations are 
performed at regular intervals, In case of palpable lymph nodes, complete removal 
after treatment of the primary tumour is carried out only if, on antiphlogtatic 
therapy and treatment of infectious foci in the buccal cavity, especially the teeth, 
the lymiph nodes <u not increase in aize but, on the contrary, become larger or 
more numerous. The operation ts also recommended before radium needling of the 
lip, in case of enlargement of the regional lymph nodes and a more extensive 
primary lesion (over 2cm.), or if the cancer is found microscopically to be of the 
anaplastic variety, The operational procedure (one-sided or bilateral removal of 
glands) depends on the site of the primary tumour. (IX, 5, 16) 
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VENTSLIK, Ginek [Venclik, H,]; RUBESH, Radol'f {mubes, B.] 


tine i 


Endobronchial radiun application 4n bronchial cancer. Eh 5 
MIRA 


100.32351-358 '59- 


12:12) 


1, Iz oto-rino-laringologicheskogo otdeleniya (glavayy vrach ~ G, 
Yentsiik) i onkologicheskogo otdeleniya (glavoyy vrach ~ B, Rubesh ) 
rayounoy poliklinikd Cheshske Budeyovitee, Chekhoslovatskaya Narodnaya 
Respublika. ayn aytorov: Krasjeky Metav nXrodniho zdravi bes ké 


efanikova 300, 
RADIUM, ther.use, 
cancer of bronchi, 
(BRONCHI, neoplasus, 


Buddjovice, ( 


endobronchial application (Rus )) 


ther., radium, endobronchial application (Bus )) 
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YENOLIK, Hynek; POTUZNIK, Viadinslav 


thogenic 
Experimental manifestation of the transmission of pa 
siapeyioooaet in otitis. Cesk.otolar. 8 no.6:366-369 D '59. 


H. Venclik, a 
1, Otolaryngologicke oddeleni, prednosta MUDr. 
nikrobiologicka laborator, prednosta MUDr. Vl. Potusnik, KUNZ 
Ceske Budejovice. 

(OTITIS MEDIA exper.) 

(STAPHYLOCOCCAL INFECTIONS exper.) 
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VENCLIK, Hynek; PITTER, Jaroslav; SVOBOMA, Hilan 
: vertodic exophtha lms. Cesk, ofth. 14 no.3:195-197 June 58. 


Yenclik), oftalmologicke (primar 
Ack rimar Dr. Hynek Yenc ; tia 

me OTe oictas) cant rentgenove oddelent (Primar Dr. H 
Svoboda) KUNZ--nemocnice v Ceskych Budejovicich. 

(ZXOPHTHA LMUS 

periodic (Cz)) 
PERIODICITY 
, periodic dis. (cz)) 


AE 
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Plcctabas a Fynsk SVOBODA, Milan ; 
Throat savolvenent in sarcoid, Cesk, otolar 7 no.6:361-362 Dec 57. : 


ologicke oddeleni, vrimar Dr H, Venclik Ustredni rent genove 
erg y Ueaieyeh Bude jovicich, primar Dr M. Svoboda, H. V., C 
Budejovice, nemocnice. 
(SARCOIDOSIS 
throat involvement in sarcoid (Cs)) 
(THROAT, dis. 
sarcoid (Cz)) 


Stee 
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VauCLIK, Hynek; HUBES, Rudolf 


En bloc resection of the lymph nodes in cancer or lips. Neoplasma, 
Bratisl. 4 no.4:392-397 1957. 


kh ino- 
Iandesanstalt fur Offentliches Gesundheitawesen, Oto 
eiyacdiaetecks Abteilung, Onkologische Abteilung, Ceske Budsejovice. 
~ (LIPS, neoplasms 
surg., en dbloc-recection of lymph nodes ) 
(LYMPH MODES, surg. . 
en dloc-resection in cancer of lips) 
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VENCLIK, H.; POTUZNIK, V1.; STARY, Je 
eqeneganee Dm Eaetca 


Etiology and treatment of acute middle ear inflammations in 
children in a period of resistant pathogenic flora. Ceak. 
otolar. 6 no.2:80-88 Apr 57. 


1. Ctolaryngologicke oddelent WZ-nemocnice C, Budejovice, 
prednosta MUDr H. Venclik Bakteriologicka laborator 4, okruh. 
nemocnice C, Budejovice, prednosta MUDr V1. Potusnik. 
(OTITIS MEDIA, in fnf. & child 
4ncidence of penicillin-resist. Micrococcus pyogenes 
in infect. (Cz)) 
(MICROCOCCAL INFECTIONS 
otitis media in child. by penicillin-resist. strains (Cz)) 


APPROVED FOR RELEASE: 09/01/2001 


CIA-RDP86-00513R001859320018-4" 


"APPROVED FOR RELEASE: 09/01/2001 CIA-RDP86-00513R001859320018-4 


Pk UR SOLER A eR TD Ta LS OE REY gp RCo as eo Sd RINE Hea i emianer Rm Bases 
et a oe Mista: ae ea aT TSE TETAS : aa 


ENCLIK, Hynek, MUDr. 
: a ae eae aasanaieste 


ee Mhierech grafts in tympanomastoidectomy. 
by hS Yeb 576 


1, Otolaryngologicke oddeleni KUNZ 
primar MUDr. H. Venclik. 
(ZAR, MIDDLE, surg. 

tympanomastoidectony, 


Cesk. otolar. 6 n0.1: 
~ nemocnice v Ces. Budejovicich, 


@4erach grafts in (Cz)) 
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VENCLIK, Hynek; SVOBODA, Milan 
aes | deformans of the petrous bone. Cask. otolar. 
6 no.1251-53 Feb 57-6 


dni 
logicke oddeleni (primar Dr. H. Yenclik) a ustre 
Pcateenve cdeieet (primer Dr. M, Svoboda) KUNZ, nemocnice v 
Ceskych Budejovicich. 
(PETROUS BONE, dis. 
osteitis deformans (Cs)) 
(OSTRITIS DEFORMANS, case reports 
petrous bone (Cs)) 
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VENCLIK, H., MUDr. 
ema Ma CB WR A 
Wyries' operation of oxena. Cesk. otolar. 5 no.1:32=34 
Feb 5 


1, Oddeleni usni, nosni a kreni KUNE C. Budejovice, primar 
MUDr. H. Venclik. 
(RHINITIS, ATROPHIC, sure. 
Ryries technic. (Cz)) 
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SVOBODA, Milan: VENCLIK, Hynek 
ia AINE NTT LE LENE ett eal 


Diagnostic possibilities of pneumomediastinus in diseases of the 
esophagus. Cas. lek. cesk. 94 no. 47=48:1335-1336 25 Nov 55. 


1. Z ustredniho roentgenoveho oddeleni (primar Dr. kK. Svoboda) 
a t otolaryngolgickeho oddeleni (primar Dr. H. Venclik) KUNZ-- 
newocnice v Ceskych Budejovicich. 
(ESOPHAGUS, diseases, 
diag., pneumomediastinun. ) 
(PHEUMOMEDI ASTI NUM, 
in diag. of esophageal dis.) 
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